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1* TOlSt ANALYSIS OF SITUATION, PAHA 3 SEP, 13 ACCURATE. CONTRACTOR HAS BEEN 
PUSHED TO LIMIT OP CAPACITT 13 ORDER MEET OPERATIONAL TARGET BATES . CONCUR YOUR 
StXJCBSTION FOR MORE STRENUOUS TESTING AT PLANT PRIOR FUTURE SHIPMENTS. 

2. HE PREPARED MEET THE PRESENT SITUATION AS FOLLOWS: ONE COMPLETE SYSTEM 
III, WITH 3RD MOD INSTALLED AND TESTED, CAN BE SHIPPED 61 16 FSB. THIS UNIT 
COMPLETELY HIRED, TESTED, AMD WOULD BE REPLACEMENT UNIT FOR SYSTEM HI S/N 3, 

MOW IN ARTICLE. THIS UNIT HILL BE ACCOMPANIED BY ADDITIONAL INSTRUCTIONS ON 
SYSTEM THEORY, CORRECTED WIRING DIAGRAMS, AND SPARE COMPONENTS FOR REPAIR AND 
MAINTENANCE CF DAMAGED SYSTEM NOW AT I 
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SYSTEM AND ASSIST INSTALLATION AND DEBUGGING. ^mT-Y^Amt-ISE--I^BeirRSP 
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